The Commonwealth of Massachusetts 
Department of Public Health 
State Laboratory Institute 
Western Mass. Public Health Center 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 

Tel. 413-545-2601, Fax 413-545-2608 
Contact Jim Hanchett 


DIRECTIONS TO THE AMHERST LAB 
This lab is on the campus of the University of Massachusetts. 


Take Mass. Pike to Rte. 91 North 

Follow Rte. 91 north to exit 19, and turn right onto Rte. 9 East. 

Take Rte. 9 East to Rte. 116 North, this is a left hand turn at a set of lights; there is 
a Staples store on the right. 

Take the first exit off Rte. 116 (to ETMass). 

Turn right at the end of the exit ramp (onto Massachusetts Ave.). 

At the third set of lights turn left (onto North Pleasant St.). 

Take second right off North Pleasant St.; you will have passed the campus pond on 
your left and the Morrill Science Complex on your right. This is a 
driveway/walkway between Morrill IV North and Skinner Hall. 

Turn right into 2 nd Parking lot. 

Park in one of the parking places marked "15 MINUTE LOADING ZONE, 
VEHICLE FLASHERS REQUIRED”. 

Enter either of the inside comer doors; turn right to find room N251. 

Use phone to contact lab. 
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